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CONFIDENTIAL 

PAGE 01 HONG K 03512 170914Z 

ACTION SY-05 

INFO OCT-01 EA-10 ISO-OO /016W 

022199 170932Z/10 

PR 17083 1Z MAR 78 
FM AMCONSUL HONG KONG 
TO AMEMBASSY BANGKOK PRIORITY 
INFO SECSTATE WASHDC 9507 

CONFIDENTIAL HONG KONG 3512 

FOR RSO AND TSO FROM OIC/RTC 

EO 11652: GDS 
TAGS: ASEC 

SUBJECT: SECURITY ALARM SYSTEM - VIENTIANE 

REF: BANGKOK 8118 

IN ORDER TO FURTHER CLARIFY THE OVERALL PLAN FOR ALERT 
ALARM SYSTEM FOR VIENTIANE IT WILL BE APPRECIATED IF YOU 
WOULD ADVISE ALL ADDRESSEES OF THE TYPE OF ALARM SYSTEM 
YOU INTEND TO USE AS A LINK BETWEEN THE MISSION AND THE 
RSO PRIVATE RESIDENCE. ACCORDING TO THE INFORMATION 
PORVIDED IN PARA 2 OF REFTEL IT IS PRESUMED THAT A RF 
ALARM LINK IS UNDER CONSIDERATION FOR USE. ANOTHER 
CONSIDERATION WOULD BE TO PLEASE ADVISE ALL ADDRESSEES 
WHETHER OR NOT STANDBY BATTERY POWER IS AVAIABLE FOR THE 
ALARM SYSTEM IN WHICH YOU INTEND TO USE. 
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